PLATE XH.    A PORTION OF THE RECTORY CELLAR,  SHOWING BRICK WINE-BIN

Photographed January 5, 1944.
[See p. 235]

PLATE XIII.    ARCHES IN THE  COURTYARD,  \\TTH  MAIN WELL   (COVERED

AND WHEEL PUMP

Photographed January 5, 1944.

[See p. 236]

